High  Eave  IE 
HW-7610 


Sheeting 


Section  B 

(12)  Fastnerer  #14  @  10’— 0  O.C. 

(13)  Fastnerer  #1  @  12"  O.C. 


Seal 
504 

Inside  Closure) 

(7)  Roof  Panel  UD/DL 

(2)  Tri-Bead  Tape  Sealant  HW-504 

(3)  Gutter  Clip  HW-2991 

(4)  Inside  Metal  Closure  HW-426 

(5)  Fosterer  #1E  1/4-14  x  1  1/4 
LL  Driller 

((f)  Fosterer  #1F  1/4-14  x  1  '2  ”  Driller 

(7)  Fosterer  #4  1/4-14  x  7/8 
WLL  Lap  TeStru{ 

(8)  Fosterer  #4  1/4-14  x  7/8 
WLL  Lap  Tek  §  12”  O.C. 

(9)  Gutter  Support  Clip 

=  BFL318 
10”  =  BFL319 

(to)  Gutter  (See  Erection  for  Marks) 
(jj)Eave  Strut  (5”  Leg) 


HW-7720 


10  Deep  Gutter  -  Fixed  Eave 

Ultra-Dek  /  Double-Lok  Low  or  High  System  (Metallic) 


Note: 

Web  Pattern  Not 
Spaced  Equally 


See  Roof  Plan 


Long  Bay  Purlin  Bottom  Chord 

Bottom  Chord  Bridging  Detail 

All  Bridging  is  4.2  x  2  x  14  Go  x  20’-0  ~  PM2 

Field  Attach  Bridging  to  Purlin  Web  Tubes  With  #6A,  12x1  1/4  Tek  4.5  SDF. 

Always  Attach  Bridging  (a-2  x  2  x  14  Go.)  x  20’— 0  Angle  to  Solid  Side  of  Web  Tube. 


[ - 

^/-(2)~ 

- 1 

o 

-(2)  -  #6A,  12x1  1/4  Tek  4.5  SDF. 


Horizontal  Bridging  Splice  Detail 


(7)  Roof  Panel  UD/DL 
Jl4'n  (2)  Tri-Bead  Tape  Sealant  HW-504 
Pjrlin)  (3)  Rake  Trim  BFL 
(7)  LBS  Purlin 
(5)  Rake  Angle 

(^Fastener  ft  1/4-14  x  1  1/4 
W  Driller 

(7) Fostener  #1D  1/4-14  x  1  1/4 
W  Driller 

(8) Fostener  #5  1/4-14  x  1  1/4 
Shoulder  Tek  2  NW  @  24”  O.C. 

(9)  Fastener  #4  1/4-14  x  7/8 
^Lap  Tek  @  12”  O.C. 

(Jo)Fastener  f2  12  x  1  Pancake 
Driller 


(12)  Rake  Slide  Trim  BFL115 

(13) 1  1/4"  Wall  Ponel 


10”  Rake  Trim  For  10”  Deep  Gutter 

Ultra-Dek/Double-Lok  High  Floating  System  (Metallic) 


Second  Lona  Bay  Purlin 


Third  Long  Bay  Purlin 


Long  Bay  Purlin 
Top  Chord 


Section  "x’ 


Fastener  #6 A 
12-24  x  1  1/4" 

Tek  4.5  (Typ.  Both  Ends) 


Diagonal  Bridging 

(See  Roof  Plan  For  Location) 


1/8”  1/8” 


Bottom  Chord 
Main  Frame  Rafter 


1/2”0  x  1”  A307  Bolts 


7 


T 


Flange  Brace 
(See  Cross  Section  For  Location) 


'-  Long  Bay  Purlin  Bottom  Chord 

Section  ”x” 


*  See  Erection  drawings  or  Shippers  for  length. 

**  All  Bridging  is 4. 2  x  2  x  14  Ga.  x  20-0  ~  PM2 

Attach  Bridging  to  Purlin  Web  Tubes  With  #6A,  12-24x1 '4  Tek4.5  Self  Driller. 

Jways  Attach  Bridging  (4.  2x2x14  Ga.)  x  20’— 0  Angle  to  Solid  Side  of  Web  Tube. 


El 


Flange  Brace  Connection  Detail 

^ ^ mm ^ Jssue^^08^0W?ev^) 


CX 

o 

o 

o 

00 

CD 


1/2”0  x  1  3/4" 
A307  Bolt 


Long  Bay  Purlin  Web 


^♦Bottom  Chord  Extension 
(BCXCP-1) 

(2)  1/2”0  x  5  1/2”  A325  Bolts 


Long  Bay  Purlin 
Bottom  Chord 


Main  Frame  Rafter 
Slot  In  Rafter  For  Cable  Bracing - 


o 


p 


Section  V 


Bracing  Slots 


*  At 

**  All 
Attach 
Always 


Roof  Bracing 

Bridging  is  4.2  x  2  x  14  Ga.  x  20’— 0  ~  PM2 

Bridging  to  Purlin  Web  Tubes  With  #6A,1 2-24x1  '4  Tek  4.5  S.D.  W/0  Washer. 
MtachJlrid2ng^42j<J2j<Jjf Ga2j^20^0 An2le^ 


Bottom  Chord  Extension  Connection  (MAXIMUM) 


Issue:  8/06/01  Rev.  0 


DRAWING  STATUS 
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Long  Bay  Purlin 
Bottom  Chord 


1/2 ”0  x  2  1/4”  A307  Bolt 


Section  x 


El 


Diagonal  Bolted  Bridging 


Jssue^^O^O^evTO 


Steel  Line 


Long  Bay  Purlin  Top  Chord 
Long  Bay  Purlin  Web 


Extended  Flange 
Brace  Clip 


Bottom  Chord 
Bridging  ** 


Long  Bay  Purlin 
Bottom  Chord 

Flange  Brace  Connection  Detail 

(Above  Chord  1 

*See  roof  framing  plan  or  shipper  H12  for  bolt  length. 

**  All  bridging  is  L  2  x  2  x  14  Ga.  x  20’— 0”;  Port  mark  ~PM2. 

Always  attach  bridging  L  2”  x  2"  x  14  Ga.  x  20-0”  Angle  to  solid  side  of  web  tube 
Attoch  bridging  to  purlin  web  channels  with  fastener  #6A,  12-24  x  1  1/4”  Tek  4.5 
self  driller  without  washer. 


El 


Diagonal  Bolted  Bridging 


Horizontal  Bottom  Chord  Bridqinq 
<£  Sym. 


Fastener  #6A 
12-24  x  1  1/4" 

Tek  4.5  (Typ.) 

Additional  diagonal  Bridging  Angle  at 
all  horizontal  bottom  chord  bridging 
location.  Only  between  first  3  purlins. 
iMe:_  Locate  on  Diagonal  Web  for 
Type  A  or  Verticol  Web  for 
Type  C  or  D  &  fasten  at  Closed 
Face  of  Web  member 
(See  LBS0021) 
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LBS0020 


”D”  Pattern  Long  Bay  Purlin 

Type  ”C”  Pattern  Similar 

Diagonal  Bridging  And  Bottom  Chord  Bridging. 
At  Sheeted  Or  Open  Wall  Conditions 


□ 


□ 


FOR  APPROVAI  • 

THESE  DRAWINGS,  BEING  FOR  APPROVAL,  ARE  BY  DEFINITION  NOT 
FINAL,  AND  ARE  FOR  CONCEPTUAL  REPRESENTATION  ONLY.  THEIR 
PURPOSE  IS  TO  CONFIRM  PROPER  INTERPRETATION  OF  THE  PROJECT 
DOCUMENTS.  ONLY  DRAWINGS  ISSUED  "FOR  CONSTRUCTION"  CAN  BE 
CONSIDERED  AS  COMPLETE. 

FOR  PFRMIT- 

THESE  DRAWINGS,  BEING  FOR  PERMIT,  ARE  BY  DEFINITION  NOT  FINAL 
IN  THAT,  AS  A  MINIMUM,  PIECE  MARKINGS  ARE  NOT  IDENTIFIED  ONLY 
DRAWINGS  ISSUED  "  FOR  CONSTRUCTION  "  CAN  BE  CONSIDERED  AS 
COMPLETE. 

FOR  CONSTRUCTION- 

FINAL  DRAWINGS. 
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metallic  building  company 


7301  FAIRVTEW 
ZIP  77041 


HOUSTON,  TEXAS  • 
(713)  466-7788 


P.O.  BOX  40338 
ZIP  77240 


description  GENERAL  DETAILS 


SIZE 


SEE  BUILDING  DESCRIPTION  SHEET  Cl 


CUSTOMER 


LOCATION 


DRN,  BY 


LATROBE,  PA. 
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